


What happened 
to this 
Schermack? 


Al Glass (#2840) wonders 
what caused the strange 
Schermack illustrated here. 

The control perfin 
(pattern 19) 
on the 
Schermack 
Ill (Scott 
344) had se- By 
rious prob- EAN BANG Zs 
lems in the a s (Re 
Kabo Corset Bs. 
Company af- 
fixing ma- 
chine. 

The 
Schermack 
slot perfora- 
tion is prop- 
erly cen- 
tered. The 
control perforating device 
put one set of perfins cor- 
rectly in relation to the cut 
stamp but then something 
went wrong and three addi- 
tional sets of perfins were 
applied almost one on the 
other! In addition to being 
seriously miscut there are 
several small internal tears 
around the perfin which may 
have occurred at the same 
time. 

if you can explain what 
might have caused this to 
happen, drop Al a note. He 
promises to share the an- 
swer with Bulletin readers. 

Al Glass 
383 Banbury Road 
Mundelein, IL 60060-1108 








